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Message Text 


UNCLASSIFIED 

PAGE 01 SINGAP01103 0807 14Z 

17 

ACTION EA-09 

INFO OCT-OI ISO-00 EB-07 /017 W 

038693 

R 080620Z MAR 76 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4752 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 1103 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUBJ: FOREIGN GOVERNMENT TENDER - REEUSE INCINERATION PLANT 

1.559/01/T0013 

2. 030876 

3. CHARLES S. AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO - 

6B. SENIOR EXECUTIVE ENGINEER 

6C. ENGINEERING SERVICE DEPARTMENT 
MINISTRY OF THE ENVIRONMENT 
3RD FLOOR, PRINCESS HOUSE 
ALEXANDRA ROAD 
SINGAPORE 3 

7. TEN (ENV) lOAVB/76/6 

8. 052776 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP01103 0807 14Z 
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9.201 

10. 35112 ONE UNIT OF BACKPRESSURE TURBINE WITH AUXILIARIES 
AND COMPLETE WITH A TURBINE STEEL TABLE. 

35111 ONE UNIT OF GENERATOR WITH EXCITATION AND PROTECTIVE 
EQUIPMENT. 

35631 THREE UNITS OE AIR CONDENSERS. 

36131 ONE UNIT OF 6.6 KV SWITCHGEAR. 

36430 MAIN DISTRIBUTION COMPRISING THREE UNITS OF 0.4 KV, ONE 
UNIT OE 1 10 V, D.C. AND ONE UNIT OF PLUS OR MINUS 24V, 

D.C. MAIN DISTRIBUTION; ONE UNIT OE 400V SAGE A.C. SUPPLY; ALL 
CABLING, AUXILIARY BUS BAR CONSTRUCTIONS AND WIRING OF SPECIFIED 
EQUIPMENT. 

36292 TWO UNITS OE 1 lOV AND EOUR UNITS OE 24V BATTERY CHARGER 
INCLUDING TWO UNITS OE I lOV BATTERY AND EOUR UNITS OE 24 
BATTERY. 

36291 TWO UNITS OF STATIC INVERTERS 1 lOV, D.C./400 V, D.C., 

THREE PHASE. 

36220 TWO UNITS OE AUTOMATIC THYRISTOR SWITCHES; CONTROL 
EQUIPMENT COMPLETE WITH CONTROL PANEL, CONTROL DESK, RELAY 
CUBICLES AND MARSHALLING RACKS. 

1 1 . WORK COVERED BY THIS TENDER MAY BE ELIGIBLE EOR PAYMENT 

IN PART PROM A LOAN PROM THE INTERNATIONAL BANK EOR RECONSTRUCTION 
AND DEVELOPMENT (IBRD). PERSONS OR COMPANIES WHICH ARE NOT 
REGISTERED AS PUBLIC WORKS DEPARTMENT CONTRACTORS WILL BE PER- 
MITTED TO TENDER AS "SPECIALLY REGISTERED CONTRACTORS" WITHIN 
POUR WEEKS FROM FEBRUARY 27, 1976. FOR PUBLIC WORKS DEPARTMENT 
REGISTERED CONTRACTORS, THE TENDER IS RESTRICTED TO ALL CON- 
TRACTORS IN ELECTRICAL ENGINEERING ABOVE S$750,000. TO BECOME 
A "SPECIALLY REGISTERED CONTRACTOR", A TENDERER IS REQUIRED TO 
SUBMIT BRIEF DETAILS OF EXPERIENCE AND QUALIFICATIONS TO SHOW 
THAT WORK OF A SIMILAR NATURE HAS BEEN SUCCESSFULLY COMPLETED 
IN THE PAST BEFORE A TENDER IS SUBMITTED. NO DEPOSIT IS REQUIRED 
TO OBTAIN TENDER DOCUMENTS FROM THE MINISTRY. A COPY OF REGIS- 
TRATION AND TENDERING PROCEDURES FOR "SPECIALLY REGISTERED 
CONTRACTS ' IS BEING AIRPOUCHED UNDER SEPARATE COVER. HOLDRIDGE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SINGAP01 103 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760086-1074 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760384/aaaacvyf.tel 

Line Count: 98 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 AUG 2004 by meiwo; APPROVED <03 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - REFUSE INCINERATION PLANT 
TAGS: BTIO, SN 
To: COM 
Type: TE 
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